apiczel 


Model 3250 


' Color 

with Control Pa 


me Camera 
IR Remote 


The 3250 contains a color motorized dome camera in a kit with a control pad for pan and 
tilt operation. The dome camera is able to pan (360 degrees) and tilt (90 degrees) to 
allow complete viewing coverage of an area using only one camera. A hand-held remote 
is also included for operating the system. The audio and video outputs on the controller 
pad connect to any color composite monitor or TV. The 3.6mm wide angle lens will gen- 
erate a view that is approx.20' vertical and 27' horizontal at a distance of 20' from the 
camera. 



3250 Features 

Camera type: 1/3" color CCD dome camera 

Video: NTSC, composite 1 V p-p, 75 ohm 

Light sensitivity: 1 LUX 

Iris: auto electronic 

Resolution: 330 lines 

Lens: 3.6mm wide angle 

Power: 12VDC, 200 mA 

Size: 5" diameter x 4" height 

Motorized Dome Operation: pan (360 deg) & tilt 

(90 deg) from the control pad or remote 

Audio: built in condenser mic 

Temperature Range: 10 to 130 Deg. F. 

Camera kit includes: 

65' audio-video-power-cable (DIN) 
Flush mount bracket 
Mounting hardware 
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